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Regional honors students bring 
their sleeping bags to Gallaudet 


by Nancy Connors 


Thirty students from 10 colleges slept 
on the dormitory floors at Gallaudet 


Your number 
may be a winner 


How would you like to eat 
lunch—for FREE—at the Alumni 
House? 

If your Social Security number 
is one of the 15 scattered 
throughout this issue, you’re en- 
titled to a free lunch. 

Beginning with this week’s On 
the Green and continuing 
throughout the year, Social 
Security numbers of 15 randomly 
selected individuals will appear in 
each issue. Persons whose Social 
Security numbers are listed are 
entitled to a free lunch at the 
Alumni House (at a value of 
$2.25 or $3.50, whichever is 
preferred). 

Winners can stop by the Alum- 
ni House to pick up their free 
lunch tickets from Mary Anne 
Pugin or Annette Baltimore, or 
can call x5105 TDD or x5277 
voice. Winners will be able to use 
their free tickets any time during 
the week their name appears in 
On the Green, and on the 
following Monday. 

If you’re a winner this week, 
bring a friend to dine with you in 
the Alumni House. And if you’re 
not one of the lucky 15, keep 
reading On the Green. Your 
Social Security number may ap- 
pear next week. 


Wie, 


Nov. 5-7. They were participating in a 
Sleeping Bag Seminar, a program of 
the Northeast Region of the National 
Collegiate Honors Council. Honors 
students from Gallaudet hosted and 
managed the weekend program, which 
focused on visual communication and 
exposed all students to the rich visual 
resources of the Washington, D.C. 
area. 

Catherine Ingold, Honors director, 
explained that this was the region’s 
fourth sleeping bag seminar in two 
years and the first ever hosted by 
Gallaudet. The National Collegiate 
Honors Council sponsors these events 
for two reasons: to gather honors 
students together in an intellectually 
stimulating setting, and to promote 
fellowship and fun. “The program must 
be substantive but there is no exam— 
that’s part of the fun!” said Ingold. 

The topic of visual communication 
was developed in an interdisciplinary 
manner and involved education, reli- 
gion, cultural values, performing and 
visual arts. 

Approximately 60 Gallaudet students 
participate in the Honors Program. Ellie 
Savidge was chairperson on the week- 
end seminar. Her goal for the weekend 
was that the participants would have 
“the positive feeling of having done 
something valuable while learning from 
the program and each other.” Both the 
Gallaudet and visiting students major in 
different areas and had the opportunity 
to learn from each other’s speciality. 

“Affective Domain-Effective Educa- 
tion” was the kick-off lecture for the 
honors students. Jim Achtzehn, assis- 
tant professor, Department of Educa- 
tion, moderated the session and the 
multimedia presentation. The material 

continued on page 4 





Connie Knight talks with health care professionals at Capitol Hill Hospital. The next National 


Academy seminar is scheduled for Jan. 5. 571-46-3301. 





Honors students visit the Hirshhorn sculpture garden, above, and learn about art from Debbie 


Sonnenstrahl, below. 





Hospital staff learns about deafness 


by Pattie Cinelli 


Health care professionals at Capitol 
Hill Hospital who have had minimal 
experience in deafness now have the 
opportunity to learn about the care of 
deaf patients and deafness through a 
series of seminars being offered by the 
National Academy and the Student 
Health Service. 

The first in a series of four three- 
hour seminars was held Nov. 3 and 
dealt with deaf patients in the health 
care setting. Connie Knight, the Na- 
tional Academy’s coordinator of profes- 
sionals training for health care delivery 
systems, and Holly Goodling, nursing 
supervisor at the Gallaudet Student 
Health Service, covered a variety of 
topics that provided insight into com- 
munication adjustments and practical 
strategies for care of deaf patients. 

“I hope you all leave here today with 
new skills,” said Knight to the more 


than 25 professionals present at the 
seminar. They represented the hospital 
admissions staff, outpatient services, 
volunteers, clerical and support staff, 
lab technicians, nurses and members 
of the patient escort service. Almost all 
had worked with deaf patients and had 
experienced frustration both with them- 
selves and patients because they could 
not communicate. 

Knight and Goodling identified bar- 
riers to the delivery of quality health 
care to deaf patients, described com- 
munication problems encountered by 
deaf patients and demonstrated 
methods of communication. Knight 
talked about the important difference 
between a handicap and a disability 
and defined pre-lingual deafness vs. 
post-lingual deafness. 

To illustrate what it is like to have a 
hearing loss, Knight played a recording 

continued on page 3 
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New media 
by Regina Koch 

More and more people are interested 
in physical fitness today. Exercise can 
be a good way to reduce stress and to 
feel great. “A Fitness Experience” 
(Media 613.71 F5 1973) explains the 
benefits of aerobic dancing and how to 
conduct a group aerobic dance pro- 
gram. Several dance routines are 
given, accompanied by two cassettes. 

“The Physiology of Exercise” (Media 
612.76 P45 1976) discusses how and 
why exercising is important to each of 
us. This filmstrip and cassette set 
describes how to set up an exercise 
program and the different kinds of ex- 
ercises that are good to do. 

One sport that is very popular and is 
good exercise is tennis. A set of eight 
super 8mm film loops (Media 786.342 
T4 1969) gives a good introduction to 
the sport. The rules of the game plus 
different techniques and tactics to use 
are clearly shown. 

For persons who missed all or parts 
of it on television and now have the 
time (about 13 hours in all!) “Brides- 
head Revisited” is now in the videotape 
collection (#1881). 

Three recent videotapes on photog- 
raphy include programs from the series 
“Media Probes,” “Creativity” and 
“Nova.” In “Moving Still” (#1987) pho- 
tographic and processing techniques 
are examined. “Media Probes” and 
“Creativity’s” “Photography” (#1983, 


Sponsored R&D 





Grant/contract deadlines 


Provided below are application dead- 
lines of selected federal programs that 
offer potential grant or contract oppor- 
tunities for Kendall Green faculty, staff 
and graduate students. More details on 
programs of interest can be obtained 
from the Office of Sponsored Re- 
search, x5030 (voice or TDD). 


Deadline 
11/24/82 


12/01/82 
12/01/82 
12/10/82 
12/14/82 


Program 

NSF—Graduate Fellowship 
Program 

NEH— Youth Projects- 
Preliminary Projects 
WHITE HOUSE FELLOW- 
SHIPS— 1983-84 Awards 
HRSA—Health Careers 
Opportunity Program 
FIPSE—Preapplications for 
Fund for the Improvement 
of Postsecondary Educa- 
tion 

ED: Graduate & Profes- 
sional Study Fellowship 
Program 

ED: Student Initiated 
Research Program- 
Handicapped Education 
459-66-4223 


NIE award 


NIE will award a two year contract 
for the purposes of studying school 
district practices in attracting and select- 
ing teachers. The contractor will exam- 
ine between six and nine school 
district’s past and current selection 
practices as well as a wide range of in- 
formation from administrators, teachers 
and others. Proposals will be weighted 
on quality of technical approach, quali- 
fications of staff and quality of manage- 
ment plans. 

For further information contact M. 
Patricia Manning at (202) 254-5080. 


01/05/82 


03/17/83 


2 On the Green 





#1911) discuss the works of well- 
known photographers including Emmet 
Gowin and Gary Winogrand. 

If you are interested in viewing these 
videotapes or others, call Television 
Cable Services at x5931 voice or 
x5932 TDD. The filmstrips, cassettes 
and other audiovisual materials are 
located on the lower level of the 
Learning Center. Stop by Individualized 
Learning or call x5580 voice or x5579 
TDD. 352-48-6717. 


Reception honors 
Alan Crammatte 


A reception to honor Alan B. 
Crammatte, this year’s holder of 


the Powrie V. Doctor Chair of 
Deaf Studies, will be held this 
Tuesday, Nov. 16 at 4 p.m. in 
Fay House (House 3). All of the 
campus community is invited to 
attend. 


Nov. 18 is sixth 
annual Smokeout day 


Nov. 18, 1982 marks the date of the 
sixth annual Great American Smoke- 
out. 

Despite all the evidence targeting the 
dangers of smoking, more than 52 mil- 
lion Americans still smoke. However, 
nine out of 10 smokers have said in 
surveys that they would like to quit. 

The Great American Smokeout 
(GAS) is sponsored by the American 
Cancer Society. It offers these nine out 
of 10 smokers the chance and the in- 
centive to give up cigarettes by asking 
them to stop smoking for 24 hours, 
with the hope that they will quit for 
good. Last year approximately 16.5 
million smokers participated in the 
Smokeout. Nearly 5 million succeeded 
by not smoking for the entire 24 hours. 
One to 11 days later, nearly 3 million 
reported still not smoking. 

The 1982 goal of the Great Amer- 
ican Smokeout is to get at least one in 
every five smokers to give up cigarettes 


from midnight to midnight on Thurs- 
day, Nov. 18. 578-78-6724. 


Library gets TDD 


Gaithersburg (MD) Regional Library 
now has TDD service. The number is 
840-2641. The service may be used for 
general information about the library 
and other county services or as a TDD- 
voice message relay service. 

The TDD service is available during 
library hours: 


Monday-Thursday 9 a.m.-9 p.m. 
Friday and Saturday 9 a.m.-5 p.m. 
Sundays (Oct. 3- 

May 16) 9 a.m.-1 p.m. 


This is part of a general “Access for 
Hearing Impaired Citizens” project of 
the Montgomery County, MD govern- 
ment. For a complete listing of access 
services contact: Department of Family 
Resources, Handicap Coordination and 
Compliance Unit, 200 Park Avenue, 
Rockville, MD 20850. 223-60-8615. 
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partment opens its new season Nov. 18, 19 and 20 by showcasing 











new actors and directors in an exciting series of one-act plays, including “African Folk Tales.” 
MSSD also has plans for a dance concert, winter choral concert with students from the Duke 
Ellington School of the Performing Arts, a rock concert and a big spring production again this 
year. Tickets for the Fall Showcase of New Talent are $2 for students and $4 for adults and can 
be purchased by calling 651-PLAY. Tickets can also be purchased at the door. All performances’ 


are at 8 p.m. in the MSSD Theatre. 


Student Affairs staff discusses 
student development at Gallaudet 


More than 50 staff members in Stu- 
dent Affairs met in Ely Center Oct. 20 
for information and discussion on the 
topic “Student Development: What is 
it? (And where do | fit in?)” The occa- 
sion was the first Student Affairs Staff 
Development Day, organized by the 
Student Affairs Staff Development 
Committee, under the auspices of 
Allen E. Sussman, dean of Student 
Affairs. 





Virginia Cowgell of the Counseling and Place- 


ment Center discusses student development. 


Sign guidelines 


In a memo to Budget Unit Heads in 
September, President Merrill asked for 
cooperation in the use of signs on the 
outside of buildings on Kendall Green. 

New signs designating buildings have 
been erected. Because functions and 
activities are not permanently placed in 
buildings and to avoid confusion, ex- 
terior signs naming offices, depart- 
ments, workshops and meetings should 
not be used. Please be sure that 
materials sent to participants in these 
activities include the name of the build- 
ing where they will take place. 


Participants heard a panel discussion 
on aspects of student development as 
related to the education of Gallaudet 
students, including presentations by 
Frank Turk, assistant dean for Student 
Life; Norma Buemi, assistant dean for 
Student Services; Virginia Cowgell, 
director of the Counseling and Place- 
ment Center; Matt Searls, director of 
Preparatory Studies; and Holly Good- 
ling, nursing supervisor at the Student 
Health Services. The panel was moder- 
ated by Kay Fulton, personal coun- 
selor and coordinator for the Prep 
Orientation Course, Psychology 55. 
Student development in the areas of 
social life, morality and values, physical 
self-awareness and understanding of 
health needs, vocational awareness and 
cognitive development were described. 
The many questions from the floor ad- 
dressed how these ideas can be most 
effectively implemented at Gallaudet 
through campus-wide programming. 

During lunch, peer advisors and 
senior peer advisors from Benson, 
Krug and Cogswell Halls presented a 
skit entitled “What Is Student Develop- 
ment?” These student staff members, 
who work closely with prep and fresh- 
man students, are a key part of student 
development programming on campus, 
according to Cowgell, chair of the Stu- 
dent Affairs Staff Development Task 
Force. “They get to know new students 
as individuals, and serve as peer 
counselors and role models. They also 
provide group programs and general 
assistance. We are fortunate to have 
their participation on our program,” 
said Cowgell. 

The remainder of Staff Development 
Day was occupied by small group dis- 
cussions of how Student Affairs units 
could most effectively contribute to stu- 
dent development. 

Topics under consideration for future 
meetings include the impact of the 
Northwest Campus, services coordina- 
tion and programs for students with 
special needs. Members of the Staff 
Development Committee currently are 
Virginia Cowgell, Matt Searls, Janet 
Hoke, Fran Taylor, John Raymer, 
Marsha Micelli, Regina Cassidy and 
Agnes Muse. 578-76-0593. 
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Among Ourselves 








Herbert Pearson of Gallaudet Televi- 
sion made a speech in Paris, France 
Nov. 2 at the Institute National de 
Jeunes Sourds (French School for the 
Deaf) about a proposal he wrote for 
GCTV. It explains how a new instruc- 
tional approach using dramatizations 
can be successfully produced to teach 
deaf students in a visual way with a 
single-concept videotape. In addition, 
Pearson was asked to speak about the 
subject of captioning because there is 
now considerable interest in captioning 
for French television. 

Pearson has also been appointed to 
the Cable Television Public Access 
Commission of Prince Georges County 
by County Executive Larry Hogan. He 
has recently been named chairman of 
the Subcommittee on Outreach for the 
Commission. 


Christine Bounds Pearson, with 
MSSD’s Clinical Support Services, 
made a presentation at the Institut de 
Sexologie in Paris Oct. 30 on the sub- 
ject of “Consciousness-Raising for 
Young Deaf Female Teenagers.” She 
presented a videotape at the Institut, 
during the 3rd International Conference 
on Sexuality and Disability, showing 
her work in leading groups on this 
topic at MSSD. 


Robert Davila, vice president for Pre- 
College Programs, was the keynote 
speaker at the bi-annual convention of 
the Association of Educators of the 
Deaf in New York state held in White 
Plains Oct. 8-10. He spoke on the 
convention theme, “Tomorrow Begins 
With Today” to some 500 educators of 
the hearing impaired from all over the 
state, as well as those in allied fields of 
speech, audiology, psychology, 
guidance and social work. The conven- 
tion was held at the New York School 
for the Deaf. 


Alumni and Public Relations Director 
Jack Gannon spoke on “The Heritage 
of Deaf People” Oct. 9 at the first 
“American Culture: The Deaf Perspec- 
tive” program at Ohlone College in 
Fremont, CA. The previous evening he 
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spoke at the annual meeting of the 
Deaf Counseling, Advocacy and Refer- 
ral Agency in San Leandro, and on 
Oct. 10 he addressed about 40 
members of the MorCal Chapter of 
the Gallaudet College Alumni Associa- 
tion on developments at Gallaudet and 
on the new Annual Fund. 


Wanda Hicks, specialist, Educational 
Disorders, MSSD; John Raymer, direc- 
tor of Student Special Services; and 
Suzanne Manzi, audiologist, MSSD, 
presented a workshop entitled “In- 
troduction to Hearing Impairments and 
Communication with Vision Impaired 
Deaf Persons” Nov. 1 at MSSD. This 
workshop was presented at the month- 
ly meeting of Orientation and Mobility 
Instructors in the Metropolitan 
Washington Area. 


Boris Bogatz of the School of Educa- 
tion and Human Services participated 
as a member of the Board of Directors 
for the Association of Conference and 
Events Directors-International in 
Denver, CO on Oct. 27 and 28. The 
primary purpose of the meeting was to 
plan the program for the upcoming an- 
nual national meeting also to be held in 
Denver in March 1983. In addition to 
serving on the board, Bogatz will 
deliver a presentation dealing with ar- 
chitectural and program accessibility for 
handicapped persons at the 1983 
meeting. 


Joe Fritsch of the Physical Education 
Department served as trainer’s coor- 
dinator for the American East vs. Na- 
tional East NFLPA All-Star Season 
football game at RFK Stadium in 
Washington, DC on Sunday, Oct. 17. 


Turkey day 


This Wednesday, Nov. 17, 
ARA will be serving turkey and 


the trimmings for lunch in the 
Alumni House instead of the 


regular menu. 179-34-7285. 





Cable TV 


captions programs 


The National Captioning Institute has 
announced that Showtime, the nation’s 
second largest pay cable TV producer, 
has renewed, for the second year, its 
commitment to close caption the entire 
fall season of “Bizarre,” about 24 half- 
hour episodes. 

This comedy series, starring John 
Byner, is the first series on cable closed 
captioned television for hearing im- 
paired viewers. 

NCI is working to get a national 
commitment by cable TV leaders to in- 
crease the amount of captioned pro- 
grams shown specifically on cable TV. 
A recent survey conducted by NCI 
revealed that more than 90% of cap- 
tion decoder owners either subscribe to 
a cable TV service now or would if 
more closed-captioned programming 
were available on cable. 219-80-9183 





Barbara Peacock of Capitol Hill Hospital and 
Holly Goodling of the Student Health Service 
attended the health care seminar. 


Hospital seminar 


continued from page 1 


of words heard at different levels of 
loudness and clarity. Participants also 
learned how to fingerspell their names 
and viewed.a film demonstrating care 
of a deaf patient in a hospital setting. 

The idea of the seminar series at 
Capitol Hill came from hospital staff 
members themselves after they begun 
treating Gallaudet students. About eight 
months ago Marsha Melamed became 
the health care administrator of the 
Student Health Service which is a unit 
of Student Affairs. She thought it 
would be a good idea to centralize 
referrals made by the Student Health 
Service. Capitol Hill Hospital was a 
natural choice for these referrals 
because of its proximity to the campus. 
As a result, a working agreement with 
Capitol Hill was set up so Gallaudet 
can now send students to the hospital 
for services the Student Health Service 
cannot provide such as x-rays and 
emergency room treatment. Within the 
past seven years Capitol Hill has gone 
through a complete reorganization and 
has recently merged with Washington 
Hospital Center. 

“Procedures are written down so 
anyone making or receiving referrals 
can have things go smoothly for both 
the students and the hospital,” 
explained Melamed. She said that 
when students started being treated at 
Capitol Hill, members of the hospital 
staff realized they needed to learn more 
about deafness and how to communi- 
cate with deaf people. That is why the 
seminars were begun. 

Three other seminars at the hospital 
are scheduled throughout the winter 
and spring. They will focus on caring 
for deaf patients, dealing with the deaf 
emergency patient and strategies for 
care of the deaf patient. Knight said 
they hope to have a workshop some- 
time this winter for doctors working 
with Gallaudet students. 

Melamed pointed out that this is the 
first time Gallaudet has established a 
formal relationship with a hospital and 
said she hoped the procedures used by 
Capitol Hill Hospital and the Student 
Health Service will be a model for rela- 
tionships established with other hos- 
pitals in the area that can provide 


special services for Gallaudet students. 
246-76-4401. 


Personalities _ 


Frank Schwartz is an auditor — 
assistant with the Office of the In- _ 


ternal Auditor. He has his BS in 


Accounting from the University 
of Baltimore and has previously 
worked as an accountant for the 
state of Maryland as well as an 
interpreter and sign language in- 
structor at Catonsville Communi- 
ty College. : 


Schwartz 


Linda Thiel is a research/ 
evaluation specialist with KDES 
Curriculum and Evaluation. She 
previously worked as a teacher 
of multiply handicapped deaf 
children, as a teacher training 
coordinator at Southern Connec- 
ticut State College and as a re- 
searcher in deafness at NYU and 
REDEX, Inc. in Maryland. She 
has her BS from Penn State, MS 
from Southern Connecticut State 
College and is a PhD candidate 
at NYU. 


Elkins 


Judith Bair is a graphic 
designer with Gallaudet Press. 
She has her BA in Art from 
Douglass College, Rutgers Uni- 
versity and previously owned her 
own graphic design studio. 


Earl Elkins is an interpreter 
with Gallaudet Interpreting Ser- 
vice. He is a past president of. 
the North Carolina Registry of In- 


_ terpreters for th ee and has _ 


paired, coordinator for the 


- Winston- ees Deafness Center 


D 379- aa 
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Personnel Hotline 


x5111 voice/TDD 








Open Season begins 


The Open Season for 1983 health 
insurance will start next Monday, Nov. 
22 and continue until Friday, Dec. 10. 
During those three weeks, all perma- 
nent employees will be able to change 
to a different health plan or option, 
switch from “self only” to “self and 
family” coverage or enroll in a plan for 
the first time without restrictions. 

There have been some shifts in 
benefits offered in the various plans for 
1983 but the biggest change is the 
28% average rate increases for health 
premiums. For this reason, it will be 
important for employees to consider 
carefully the plans available and to 
choose the one that best meets each 
person’s needs. 

In order to help employees make 
those decisions, a Health Benefits Fair 
will be held in the Multi-purpose Room 
in Ely Center on Wednesday, Dec. 1 
from 2-4:30 p.m. and on Thursday, 


Honors seminar 


continued from page 1 


was developed by the Doctoral Pro- 
gram in Educational Technology for 
Educators of the Deaf at Syracuse 
University. The film presentation in- 
cludes many members of the Gallaudet 
faculty. 

Affective domain refers to the third 
dimension of education—attitudes, 
values and emotions. The first domain 
is cognitive and the second is psycho- 
motor. The honors students discussed 
the need for affective materials to be 
included in their own course of studies. 
They also evaluated the presentation’s 
effectiveness in visually communicating 
an idea. 

The visitors also toured the Kendall 
and MSSD campuses for their educa- 
tion segment. Then they were off with 
Gallaudet honors students to tour 
cross-cultural exhibits in the capital’s 
museums. 

The first stop was the National Geo- 
graphic exhibit on China. Next was a 
tour of the Hirshhorn Museum con- 
ducted by Deborah Sonnenstrahl, 
director of the Office of Fine Arts in 
Education here. With the aid of an in- 
terpreter the visiting students discov- 
ered a deaf professional woman’s en- 
thusiasm for her world of art. 

The first day ended with “The Kid” 
and a “meet the actors” and discussion 
of the Theatre Arts Department play. 
This went on into the night. Then they 


Dec. 2 from 11 a.m.-1 p.m. Repre- 
sentatives from the various health plans 
will be on hand to answer questions 
concerning their coverages in 1983. 
Please plan on stopping by and 
meeting with the representatives. 

All employees currently enrolled in a 
health plan should have received 
through campus mail a summary listing 
of the changes in their plan for 1983 
plus information concerning the cost of 
their coverage. As soon as 1983 book- 
lets and comparison charts are avail- 
able, they will be distributed to all eligi- 
ble employees. 

If you have any specific questions 
concerning this fall’s Open Season, 
please call David Curtis on x5113 voice 
or TDD, or use the Personnel Hotline, 
x5111 voice or TDD. Also look for a 
special supplement in next week’s On 
the Green which will explain changes 
in coverages in greater detail. 


577-50-0717. 


retired to their sleeping bags. 

“Visual Communication Across 
Linguistic Barriers” was the wake-up 
seminar lecture on Saturday. Director 
of Admissions and Records Jerald Jor- 
don and Merv Garretson, special assis- 
tant to the president, gave the students 
some food for thought as they entered 
their second day of exercising their 
visual perception. 

Jane Hurst, assistant professor from 
the Religion Department, led the 
group through the “Celebration: World 
of Art and Ritual” exhibit at the Ren- 
wick Museum. In the afternoon the 
students toured the Washington Na- 
tional Cathedral and the Museum of 
African Art. Joseph Kinner of the 
History Department involved the 
students not only in the art of the 
museum but also the costumes and 
ritual dances. 

Saturday night rounded out the day 
with the Music Signers and a full 
fledged college party. 

Ingold believes that the weekend ac- 
complished Savidge’s goal. Both the 
host students and the visiting students 
commented on the high.degree of 
interaction—both personal and intel- 
lectual—that was possible through the 
weekend. Savidge says that one visitor 
comment “that her eyes were tired.” 

Many students said that they had 
come into the weekend looking for the 
difference between themselves and the 
deaf students. And they left after find- 
ing the similarities. 228-72-2378 


Sign language book available 


Signs of the Times by Edgar H. 
Shroyer, recently published by Gallau- 
det College Press, is designed to in- 
troduce hearing students to Manually 
Coded English and Pidgin Sign 
English. Pidgin Sign English (PSE) in- 
corporates elements of American Sign 
Language and English. It is reported to 
be the most commonly used communi- 
cation system in situations involving 
deaf and hearing adults. 

Dr. Shroyer, a former professor of 
education at Gallaudet, is the hearing 
son of deaf parents. He is an experi- 
enced interpreter and sign language 
teacher. He chose the vocabulary for 
Signs of the Times in consultation with 
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native signers and sign language 
teachers. Shroyer emphasizes the con- 
textual meaning of words in English 
sentences. 

The book contains more than 1,100 
signs organized into 41 lessons. Each 
lesson contains clear illustrations, prac- 
tice sentences, mind ticklers (mnemonic 
devices) and a vocabulary review. In 
addition, the text contains an introduc- 
tion to sign language (including an ex- 
planation of the sign language contin- 
uum), suggestions for teachers, an ap- 
pendix of conceptual signs (multi-sign 
words) and an extensive index. 

Signs of the Times is now available 
at the Gallaudet College Bookstore. 








The MSSD Volleyball team hosted the ESDAA Volleyball Tournament Nou. 4 and 5. 577-74-3668. 


MSSD sports 


The MSSD football team defeated 
the Maryland School for the Deaf 36-0 
on Saturday, Nov. 6. This was MSSD’s 
Homecoming game. 

The Eagles scored three TDs in the 
first quarter on runs of 13 yards by 
Toselli Silvestri, nine yards and one 
yard by Sean Markel. MSSD left no 
doubt who was the better team and 
after the first quarter it was a question 
of what the final score would be. 

The Eagles added two more TDs in 
the second quarter on a 65 yard gallop 
by Wilkins and a four yard rush by 
Silvestri. That ended MSSD’s scoring 
for the day. MSSD concluded the 
season with a 5-4 record. 

The second half saw the Eagles JV 
play most of the way and although 
they didn’t score any points they 
played good ball and gained added ex- 
perience in preparing for the varsity 
team next season. 

The JV football team concluded the 
season on Nov. 4 with a 6-0 loss to 
St. Mary’s. This was their most exciting 
game of the season, having either won 
or lost their previous games by lopsided 
margins. The JV record is 2-4 for the 
season. 

MSSD hosted the ESDAA Volleyball 
Tournament Nov. 4 and 5 with six 
schools participating. Lexington School 
defeated defending champions MSSD 
for the laurels. In the Championship 
game, MSSD won the opening match 
15-12 but Lexington bounced back 
and took the next two matches 15-6 
and 15-12. 

Four MSSD girls were selected to the 
All Tournament Team—Karin Lucas 
and Brenda Redmond made the first 
team, and Kathryn Gibson and Grace 
Callery were selected to the second 
team. 

In soccer competition, the boys 
defeated Harker Prep 3-1 but lost to 
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Sandy Spring 4-2 in the season’s final. 
The soccer team concluded regular 
season play with a 6-6 record. 

The cross country team ran in the 
Potomac Valley Athletic Conference 
Championship and placed third out of 
seven teams. The harriers concluded 


the season with a 27-39 victory over 
Sidwell Friends. 553-66-7867. 


Jobs Available 


Some of the advertised staff positions may 
already be filled. For updated information, 
call the JOB RECORDING in the Personnel 
Office, x5514 or x5520 TDD. 





SECRETARIAL POSITIONS: Contact Per- 
sonnel for listing. 

SENIOR SYSTEMS PROGRAMMER: Com- 
puter Center 

ELECTRONIC TECHNICIAN: Technical 
Support Services 

DIRECTOR OF STUDENT LIFE: MSSD 

SENIOR APPLICATIONS PROGRAMMER/ 
BUSINESS AFFAIRS: Computer 
Services 

OCCUPATIONAL THERAPIST: KDES 

PHYSICAL THERAPIST: KDES 

SUPERVISOR: Custodial Services 

PRESIDENT: Gallaudet College 

COMPUTER OPERATOR: Computer 
Services 

HORTICULTURE SUPERVISOR: M&O 
Grounds Service 

ASST. TO THE DIRECTOR FOR EXTEN- 
SION & SUMMER PROGRAMS: Con- 
tinuing Education 

REPORTER: Gallaudet College Television 

TEACHER AIDE: Programs in Adult & 
Community Education 

STORES ATTENDANT: M&O Administra- 
tion 

TELECOMMUNICATIONS & INSURANCE 
ANALYST: Telecommunications 
Services 

DRIVER: Transportation 

REMODELING CARPENTER/MASONRY 
MECHANIC: Maintenance Services 

AUDIOLOGIST: KDES 

TRANSCRIBER (PART-TIME): Gallaudet 
Television 246-76-4401. 

EVALUATION SPECIALIST: IDEC 


Classified Ads 


FOR SALE: Condominium in Silver Spring, 
2 br, 2 baths, dining room, large balcony, 
good security, nice view, convenient to 
Metro., $72,500. Call Dotti, x5881 voice or 
TDD or 587-6230 voice, evenings. 





FOR SALE: Photo brown sunglass, $20 or 
best offer. Call Darlene, x5176 during the 
day or 721-2655 TDD after 7 p.m. 


NEEDED: Want to purchase used TTY. 
Call Belinda Burgess-Purcell at 386-4272 
voice after 4:30 p.m. 


FOR SALE: Bedroom sets with queen and 
twin headboards, dining room set, sleep 
sofa, 25” console TV, Model 15 TTY and 
coupler, bike carriers for children, hair 
dryer, other things. Call Pat at 577-0524 
TDD. -215-46-1113. 
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